सत्यमेव जयते 


RE 


GOVT 
.OF 


Haryana Government Gazette 


EXTRAORDINARY 
Published by Authority 


© Govt. of Haryana 
No. 211-2019 / Ext.] CHANDIGARH , MONDAY , DECEMBER 16 , 2019 (AGRAHAYANA 25, 1941 SAKA) 


HARYANA GOVERNMENT 
ADDITIONAL CHIEF SECRETARY TO GOVERNMENT HARYANA 

PUBLIC HEALTH ENGINEERING DEPARTMENT 


Notification 


1 


The 16th December, 2019 
No. 5 /18 /2018-3PH.– A State Level Technical Committee (SLTC ) of the following officers of different 
Department is hereby constituted to take the decision on various issue related with successful implementation of the 
Reuse of Waste Water Policy -2019 as notified vide Government notification No. 5 / 18 / 2018-3PH dated 30.10.2019 
and published on 05.11.2019 : 
Sr. No. Designation 
Engineer - in - Chief, Public Health Engineering Department 

Chairman 
2 Concerned Chief Engineer (Rural) 

Member 
3 Concerned Chief Engineer (Urban ) 

Member 
4 Concerned Chief Engineer (I & WR ) 

Member 
5 Concerned Chief Engineer (HSVP ) 

Member 
6 Chief Engineer (ULB ) 

Member 
7 Chief Engineer (GMDA ) 

Member 
8 Concerned Chief Engineer , Power Utilites 

Member 
9 Chief Engineer (DHBVNL ) 

Member 
10 Chief Engineer (Panchayati Raj) 

Member 
11 General Manager (IA ), HSIIDC 

Member 
12 Technical Member Pond Authority 

Member 
13 Member Secretary, Haryana State Pollution Control Board 

Member 
14 Chief Engineer , TWW cell 

Member Secretary 


The broad functions of the Committee shall be as under : 
(a ) Accord technical Approval to the projects related to conveyance of TWW , creation of storage 

capacities, construction of grids for the purpose of irrigation etc. 
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(b ) Conceive and finalize formats for project agreements, formats of agreement between implementing 

agency and users , incorporating all the relevant clauses including provision for settling disputes, 

arbitration etc. 
( C ) Monitor the progress of implementation of projects with focus on quality of construction . 
( d ) Formulate guidelines for operation and maintenance of the implemented projects . 
( e ) Perform the functions of Technical Adviser to the SLHPC for all matters of technical nature . 
( f ) Monitor and evaluate the progress of sewerage schemes for uncovered areas being executed by various 

Departments. 
( g ) Monitor the progress of works related to construction of STPs by various Departments . 
(h ) Monitor the performance of the functional STPs across the State . 
( i ) Monitor the various construction milestones to achieve the timelines set up under the policy . 
6 ) Suggest pricing formula for TWW for each notified area based on geographical locations or a common 

formula across the State . 
( k ) Overview the functioning of the Technical Cell created under the policy. 
( 1 ) Perform other tasks as assigned by the SLHPC or as decided by the Government. 

The State Level Technical Committee shall meet at least once in 2 months or earlier, depending on the 
quantum of business to the conducted . The State Government will have the discretion to change/alter the 
constitution of the Committees, at any time, through a Government notification . 


Chandigarh : 
The 4th December, 2019 . 


DEVENDER SINGH , 
Additional Chief Secretary to Government Haryana , 

Public Health Engineering Deparment. 
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